SIR ABRAHAM BRADLEY KING. 



AN ESTIMATE 

OF THE 

SUM required to pay the Annual Compensation awarded to Sir Abraham 
Bradley King, late King’s Stationer in Ireland , for losses sustained by him 
by reason of the Revocation of his Patent, for One Year. 



Two Thousand Five Hundred Pounds; 
Clear of Fees aud all other Deductions. 



Whitehall, Treasury Chambers, 
24 July 1832. J 



T. SPRING RICE. 



642. 
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